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IN MEMORIAM 


The University announces with deep regret the sudden death of 
David B. McKeen, associate dean of Arts and Science, on Wednesday, 
July 28, 1982. Visitation hours will be from 2 p.m. to 5 p.m. and 
7 p.m. to 9 p.m. on Thursday, July 29 at the Kane and Fetterly funeral 
parlour, 5301 Decarie boulevard. The funeral will be held on Friday, 
July 30 at 1 p.m. at the Kane and Fetterly chapel. 

Dr. McKeen was born on January 21, 1938 in Hamilton, Ontario. After 
completing his PhD at the University of Birmingham in 1964, he joined the 
Sir George Williams University English department in 1965 as an 
assistant professor. He rose to the rank of associate dean of curriculum 
of. the Arts and Science faculty. He also — on the Board of 
Governors, Senate and numerous other committees. 

Dr. McKeen was an expert on Shakespeare and Renaissance drama. He will 


also be remembered as the designer of the University's Coat of Arms. 
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